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Sept., 1-191; Oct., 192-350; 


an amazing piece of bibliographic work on the part of 


192. AFW-hartebuch. 95 beispiele aus 


der hartepraxis fiir wirtschaftliche festig- 
keit (AWF) beim Reichskuratorium fiir 
Wirtschaftlichkeit (RKW). 3rd ed. 1939. 
Leipzig & Berlin, B. G. Teubner, 1939. 161 
p., 116 il. RM 3.40. 

Elektrowirme, O ’39, p. 226, 1/3 col. + 

193. Air reduction sales co. Flame 
cleaning and dehydrating. N. Y., Air Re- 
duction Sales Co. 8 p. Free. 

Welding ji. N °39, p. 746, 1/3 col. “Discusses 
the use of this process to halt deterioration of old 
steel structures by means of paint burning and sur- 
face conditioning... Other sections of the booklet 
include apparatus, procedure of operation, regulation 
of speeds and suggested specifications for various 
surfaces of metal.” + 

194. Airesman, H. D. Stoker handbook. 
Phila., Lippincott. 200 p., il., tables. $3. 

Combustion, O °39, p. 47, 1/5 col. “Written as a 
practical text for those who design, sell, install and 
operate small industrial or domestic stokers, the book 
presents the fundamentals of combustion and heating, 
discusses different fuels and their characteristics, 
shows how to conduct gas analyses and make tests, 
how to estimate coal consumption, to determine the 
size of stoker required and gives helpful information 
on the operation and care of stokers.”? + 

-195. Allen, G. M. Bats. Cambridge, 
Harvard Univ. Pr., 1939. 368 p., 57 il. $4. 

Am. midland naturalist, S ’39, p. 478 1-2/3 p. 
“Author, from his official position in the Museum of 
Comparative Zoology, Harvard University, from his 
published writings and from an almost world wide 
experience in collecting bats, is well qualified to 
write on the subject matter of this book. It contains 
a vast fund of knowledge about bats and represents 


the author. He writes in a very entertaining manner 
and makes a technical subject as non-technical as is 
possible. Most of the hook will be perfectly intelli- 
gible to the layman, but the reviewer feels that one 
who has never studied nor collected bats will not gain 
a true appreciation of the subject in all its details.” 
M. W. Lyon, Jr. + 

196. Allen, H. S.; Maxwell, R. S. A 
textbook of heat. Part I. London, Mac- 


millan. 10s. 

Civil eng. (Gt. Brit.), O ’39, p. 365, 2/3 col. ‘For 
some time the need has been felt for a work of mod- 
erate size on the science of heat which would fill the 
gap between the elementary textbook and comprehen- 
sive treatise, and which would, at the same time, 
include an account both of the work of well-known 
authorities and of recent investigations. It is to 
supply this need that this book has been written, and 
in the first part in particular the authors have had in 
mind the knowledge required by students preparing 
for the Higher~ School Certificate or Intermediate 
Examinations in Physics, or for a university scholar- 
ship. It is thus mainly descriptive and experimental, 
and although the notation of the calculus is introduced 
and explained the mathematical treatment has been 
kept as simple as possible... A number of biograph- 
ical notes on distinguished workers in this field 
have been included.”? + 

Engineer S$ 29 ’39, p. 331, 1/4 col. + 


197. Am. soc. for testing materials. 
A.S.T.M. standards on cement. _Philadel- 
phia, Am. Soc. for Testing Materials. 100 
p. 


Can. eng., N 21 ’39, p. 18, 1/4 col. 

_ Eng. & cont. rec., N 15 ’39, p. 17, 1/2 col. “Each 
item is given in its latest approved form. Five specifi- 
cations cover portland, highly-early-strength portland, 
natural, and masonry cements, and sieves for testing 
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purposes. Other standards cover the chemical analy- 
sis of portland cement, sampling and physical testing, 
including a manual of cement testing and selected 
references on portland cement. Other tests cover 
compressive strength of portland cement mortars and 
fineness of cement by means of the turbidimeter. The 
standard methods of chemical analysis are also in- 
cluded.” + 


198. Baker, Eugene H.; Morgan, Frank 
M. Mathematics in daily life. Chicago, 


Houghton Mifflin, 1939. 432 p., il. $1.32. 

School sci. & math., N ’39, p. 796, 1/4 p. Is for 
any high school year in which study of the matne- 
matics of daily life is undertaken. No previous 
mathematics except the usual arithmetic of the first 
eight school years is taken for granted. The whole 
book is built around the experiences of the Baxter 
family and the mathematics they found useful in 
meeting their needs. These experiences call fur some 
use of simple algebra, some elementary geometry, 
much arithmetic (including the use of a compound 
interest table). There is much drill on arithmetic 
fundamentals, and there are many excellent illustra- 
tions.” W. H. Carnahan. + 

199. Baker, H. Company plans for em- 
ployee promotions. Princeton (N. J.), 
Princeton Univ. 48 p. 75c. 

Factory, S ’39, p. 144, 1/4 col. ‘General proced- 
ures in promotional programs, training, evaluation, 
publicity on promotional policies and opportunities, 
constitute the main topics. Promotional chart of the 
Libbey-Owens-Ford Glass Co., promotional program 
in the Kimberly-Clark corp., employee promotions ‘n 
the Western Electric Co., are included.” 

200. Baker & co. Bibliography of pat- 
Newark 


ents on palladium as a catalyst. 
(N. J.), Baker & Co. 24 p. 


Eng. news-rec., N 9 ’39, p. 120, 1/7 col. ‘Tells 
of reactions catalyzed by palladium, describes catalytic 
equipment and tells of the registration of patents 
covering palladium compounds.” 


201. Baker & co. Platinum metals and 
the chemical industry. Newark (N. J.), 
Baker & Co. 16 p., il. 

Eng. news-rec., N 9 ’39, p. 120, 1/7 col. ‘Gives 
new applications for platinum, lists the physical 
properties of platinum alloys, gives chemical proper- 
ties of platinum metals and tells the use of platinum 
and palladium as a catalyst.” 


202. Bayly, H. W. Air challenge and 
the locusts. Bodley Head (Engl.), John 
Lane, 1939. 240 p. 7s. 6d. 

Aeroplane, O 5 ’39, p. 428, 1/2 col. “Consists of 
extracts from Hansard under a number of headings, 
all directly or indirectly concerned with Air Defence, 
Aircraft, and the Aircraft Industry. The book is 
supposed to be a record of Government delay and 
muddle in Air Defence. It is also claimed to be ‘a 
digest of broken promises.’ The extracts from Parlia- 
mentary debates range over the past six years. In all 
10,000 columns of the official report of Parliamentary 
Debates on Air Defence have been extracted. The 
excuse for such an immense work is not very apparent 
at the moment... Nevertheless the documentation in 
this book is useful if one reads it with a steady reser- 
vation as to the conclusions drawn.” 

203. Becker, R.; D6ring, W.  Ferro- 
magnetismus. Berlin, J. Springer, 1939. 
440 p., il., tables. RM 42.60. 

Franklin inst.—Jl., N 39, p. 671, 3/4 p. “The 
treatment is based first on an explanation of the 
phenomena and then the outward appearante or exter- 
nal effectiveness of the phenomena. Written in Ger- 
man, it is an unusually complete treatment... An 
attempt is made to show theoretically the variations 
in the properties of the materials. There is finally a 
combined subject and author index. For those who 


are interested in the subject and can read German 
this book has value.” R. H. Oppermann. + 

204. Benninghoff, A. Lehrbuch der ana- 
tomie des menschen. Bd. 1. Allgemeine 
anatomie u. bewegungsapparat in J. F. 
Lehmanns Mediz. Lehrb. Bd. 17. 1939. 528 
p., 298 il. RM 17.20. 

Anatomischer anz., Ag °39, p. 427, 1-1/5 p. V. 
Eggeling. + 

205. Beutner, R. Life’s beginning on 
the earth. London, Chapman & Hall. 
222 p. 12s. 6d. 

Chem. age, S 16 °39, p. 217 1/4 “He presents 
how science to-day understands single life phenomena 
and the working mechanisms of life. The volume 
uses chemistry as a key, and takes into account the 
latest results in virus research, crystalline growth, 
osmotic pressures and structures, elements of motion, 
All forces known to-day that act in living organisms 
are explained.” 

206. Bigwood, E. J. Guiding principles 
for studies on the nutrition of populations. 
League of nations, Health org., Tech. 
comm. on nutrition, Geneva, March 1939. 
(Official No. C. H. 1401). London, Allen 
& Unwin, 1939, 281 p. 6s. 

Nutrition abstr. & rev., Jy °39, p. 245, 1 col. 
“Undertakes with complete success to indicate the 
chief points to be borne in mind by those engaged in 
nutritional surveys in order that the work may be 
carried out on sound lines and the findings presented 
in such a way as to facilitate comparison. The book 
falls into two main parts. In the first, the 4 main 
types of dietary survey are discussed and, in the 
second, somatometric, clinical and physiological tech- 
niques are described... Those responsible for ccn- 
ducting or planning dietary surveys will find the 
bibliography and the appendixes, giving sample sheets 
of the information to be collected, extremely useful, 
and the discussion of demographical social aspects 
invaluable.” W. L. Simpson. + ‘ 

207. Bingham, N. E. Teaching nutri- 
tion in biology classes. An experimental 
investigation of high school biology pupils 
in their study of the relation of food to 
physical well being. (Col. Univ. Centrib. 
to educ. no. 772, a Lincoln school res. 
study.) N. Y., Teachers Coll., 1939. 117 
p., 46 tab., charts & graphs. $1.85. 

School sci. & math. N ’39, p. 791, 2/5 p. “A 
work which should delight the advocate of progressive 
education. A volume on one unit in biology viz; 
nutrition. . . Outlines in exhaustive detail a study 
of this topic which should result in the ability of the 
students who follow this course to evaluate and im- 
prove an already fairly adequate diet so that better 
growth for the young, better development, a higher 
level of activity for the adult and an extended average 
increase in adult longevity. The unit requires 30 class 
periods to complete.” A. G. Zander. + 

208. Boeder, P. Analysis of prismatic 
effects in bifocal lenses. Southbridge 
(Mass.), Am. Optical Co., 1939. 

_ Indiana optometrist, N ’39, p. 11, 243 col. “An 
invaluable book for professional men. . . to provide 
simple methods according to which an analysis of 
prismatic effects can be carried out, and to show how 
undesirable effects may be eliminated.’’ 

State optometric assoc.—Jl., N p. 46, 
3/4 col. 


+ 
209. Bolton, D. J. First year electrical 
London, Ed. Arnold. p. 
s. 5d. 


Electrician, O 6 ’39, p. 330, 1/4 col. “Covers the 
usual syllabus appropriate for first-year technical 
school students; it is characterised by careful explan- 
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ations, frequently accompanied by analogies to well- 
known phenomena, of the various items and principles 
involved and the absence of any material of a purely 
academic nature. We can therefore recommend it to 
students who have had no previous scientific training.” 


E.0.T. + 

210. Bomskov, C. Methodik der hor- 
monforschung. Ovar (follikelhormone, 
gelbkérperhormon), hoden, hypophysen- 
vorderlappen. Leipzig, G. Thieme Vlg., 
1939. 1C16 p., 274 fig. RM 89. 

Am. chem, soc.—Jl., O °39, p. 2983, 6/7 col. 
“Forms a second installment to the volume whicn 
bears the same title. . . And in the first volume, the 
author has performed his onerous task with conscieti- 
tious thoroughness, and has prepared a survey notable 
for catholicity rather than critical selectivity. The 
compilation as a whole suffers at times from a certain 
lack of balance. . . However, in a work of. this 
character, susceptibility to criticism of detail is 
inevitable, and investigators in the hormone field can 
only be grateful to the author for collecting in one 
place the wealth of detailed anatomical and physio- 
logical information otherwise obtainable only by weari- 
some research through a scattered literature.’’ H. T. 
Clarke. + 

(See 2-2125.) 

211. Boos, W. F. The poison trail. 
Boston, Hale, Cushman & Flint, 1939. 330 
p. $3. 

Boston soc. of civil eng.—JI., O ’39, p. 291, 1-1/2 
col. “Is a peep into the life of a man who has spent 
his years with poisons of all kinds. In a candid, to 
the point style, Dr. Boos explains what poisons are, 
how they act, and describes the signs and symptoms 
of the victim. He tells about the work of a toxicolo- 
gist—-how he goes about his business of testing foods 
or other material for the presence of poison and how 
he determines what poison is present. Many case 
histories show the important part played by the toxi- 
cologist on the witness stand in court. . . No more 
fascinating story of man’s struggle with his most 
insidious enemy—poison—has been written.’? + 

212. Borrie, S. Private companies: 
their management and statutory obliga- 
tions. 5th ed. London, Jordan. 205 p. 
5s. 

Metal ind. (Gt. Brit.), S 29 ’39, p. 294 1/4 col. 
“Dealing with the incorporation and operation of 
private companies. The author deals very well and 
quite fully with the various problems which face 
those about to form private companies and which crop 
up from time to time after incorporation. This is a 
thoroughly useful little book and can be recommended 
to anyone who wishes information on the subject, 
which can be very complicated to the uninitiated.”” + 

213. Boyer, C. B. The concepts of the 

calculus, a critical and historical discussion 
of the derivative and the integral. N. Y., 
Columbia Univ. Pr., 1939. 346 p. $3.75. 
_ School sci. & math., N ’39, p. 793, 1/2 p. ‘“Trac- 
ing in considerable detail the development of the 
fundamental concepts of the derivative and the in- 
tegral from the time of the Egyptians and Babylon- 
jans to the present era. It is clearly indicated in 
what manner the work of various individuals contri- 
buted to the development of calculus as we know it 
now... Should read by all teachers of analy- 
sis. . . Even the teacher of elementary algebra would 
find many valuable passages; for example, in many 
places he may be able to help clarify the thinking of 
students who are confused regarding the possibility 
of division by zero.” C. B. Read. + 

214. Bruce, J.; Harper, H. 
chemistry. 4th ed. 
09 p. 6s. 

Chem. age, Ag 12 ’39, p. 129, 1/2 col. “Contains 
a selection of typical preparations which can easily 
be carried out by a careful student. The methods 


Practical 
London, Macmillan. 


described have all been repeatedly practised in the 
authors’ laboratories, and found to yield satisfactory 
results... The section on qualitative analysis has 
been made sufficitntly complete for practical purposes, 
but some knowledge of organic chemistry will be 
required for a vroper understanding of the reactions 
and detection of the organic acids. Quantitative work 
is dealt with in a simple manner in Part II of, the 
book, and here also a short account of the principles 
underlying quantitative analysis, and of the apparatus 
employed in carrying out the work, has been included 
in the introduction. The sections on volumetric and 
gravimetric analysis are intended to serve only as a 
short introduction to these branches of quantitative 
work,”” + 

215. Burroughs Wellcome & Co. Pho- 
tographs from exposure to print. London, 
Burroughs Wellcome & Co. Free. 

Engl. mech., QO 13 °39 p. 8, 1/5 col. “Various 
stages in the making of a photograph are explained 
fully but simply so as to be understood by the veriest 
beginner. The value of those well-known aids to the 
amateur photographer, the ‘Wellcome’ Exposure Cal- 
culator and ‘Tabloid’ Photographic Chemicals, is 
amply demonstrated.” + 

216. Carpenter, H. V. Electrical trans- 
mission and distribution of power.  Pull- 
man (Wash.), Student Bookstore. 84 p., 
il. $2. 

Elec. wid., N 4 ’39, p. 106 (1360), 2/5 col. “A 
noteworthy technical contribution, this is valuable 
both as a text for college engineering courses and as 
a reference work for engineers concerned with design, 
construction and operation of transmission and distri- 
bution systems. For student use the subject has been 
covered by first outlining some of the more important 
practical and economic phases of the problem, followed 
by technical treatment in a manner which does not 
obscure the practical application of theory to practice. 
For practicing engineers, particularly valuable are tie 
sections dealing with voltage regulation on high- and 
low-voltage lines and the mechanical features of 
transmission line construction.” + 

217. Castaldi, L. Atlante cromomicro- 
fotografico di splancnologia dell’uomo e di 
altri mammiferi. Florence, Luigi Niccolai 
o. J., 1939. 13 p., 88 tables, 93 il. 75 L. 

Anatomischer anz., Ag °39, p. 428, 5/6 p. v. 
Eggeling. + 

218. Cement & concrete assoc. Con- 
crete in defence. Oxford, Cement & Con- 
crete Assoc. il. 

Engineering, S 29 ’39, p. 358, 1/7 col. “Contains 
a number of statistics and interesting facts regarding 
the protection afforded by concrete structures against 
blast, splinters and direct hits by bombs and shells. 
Illustrations are given of reinforced-concrete build- 
ings, blockhouses, forts, ‘pill-boxes,’ gun emplacements 
and factory and office shelters in Shanghai, France 
(during the war of 1914-18 and in the Maginot Line), 
Spain, London, and various parts of England.’’ + 

219. Chambliss, W. C.; McDonald, W. 
F. Private pilot’s handbook. N. 
Aerotext Publ. Co. 130 p. $2.50. 

Aero dig., N 39, p. 123, 2/3 col. “Have prepared 
this book to cover the requirements for the Private 
Pilot certificate and they have endeavored to use 
plain understandable language in treating the funda- 
mentals of navigation, meteorology and the CAR as 
they relate to contact flight operations ordinarily 
performed by private pilots—always with an eye on 
the CAA requirements. The Handbook is not intended 
as an exhaustive treatise on the above subjects. . . 
More than 150 typical questions are included on the 
three subjects, as is a section of helpful hints on the 


flight test.”? + 
Ophthalmology. (Clio 


220. Chance, B. 
medica. A series of primers on the history 
of medicine, ed. by E. B. Krumbhaar, Chap. 


24 Technical Book Review Index 


XXI.) N. Y., Paul B. Hoeber, 1939. 257 
il. Se. 

Arch. of ophthalmology, N ’39, p. 936, 1/4 p. 
“This interestingly written little volume traces the 
main outlines of the history of the diseases of the 
eye and their treatment as a scrt of digest of mere 
voluminous works. From the Code of Hammurabi to 
the present state of the art and science of ophthal- 
mology one learns of ophthalmology and ophthalmolo- 
gists throughout the centuries. There are chapters on 
ophthalmic hwspitals and_ teachers, societies and 
journals, the prevention of blindness, the care and 
education of the blind and on works on the pathology 
of the eye.” + 

Brit. jl. oj ophthalmology, N ’39, p. 743, 1 p. + 

N. Y. State optometric assoc.—Jl., N °39, p. 46. 
1/3 col. + 

(History of ophthalmology.) 

221. Clark, Wm. H. Ships and sailors. 
Boston, L. C. Page, 1939. 322 p., il. 

Marine eng. (N. Y.), S °39, p. 448, 2/5 col. 
“The background of history and tradition which the 
author states is the foundation upon which the new 
merchant marine is being created is really the text of 
this book. He traces the vicissitudes of American 
experience upon the high seas from the earliest 
colonial tintes to the present, the outstanding period 
of it all being the era of the clipper ships.” + 

222. Clay products assoc. Highway 
drainage. Chicago, Clay Products Assoc. 
il. 

Eng. news-rec., N 9 739, p. 124, 1/3 col. “A 
beautifully illustrated ‘publication that should be of 
interest to road engineers, maintenance men, con- 
tractors and many others. It covers highway drain- 
age in general, subsoil drainage, with special empha- 
sis on stabilizing highway foundations ky scientific 
subgrade drainage, and tells of surface drainage. . . 
Giving several pages of data, a great deal of addi- 
tional information graphically, and drawings of vari- 
ous installations.”” + 

Roads & streets, N °39, p. 90, 1/5 col. + 

223. Cloud, W. F. Petroleum produc- 
tion. 3rd pr. (apparently not rev). Nor- 
man (Okla.), Okla. Univ. Pr. 613 p. $5. 

Oil & gas jl., O 5 ’39, p. 53, 1/6 col. “A com- 
prehensive discussion of the fundamental operations 
and technical processes of petroleum production, this 
book is a good source of information for the oil 
company executive, the student and the practical pro- 
duction engineer.” + 

(See 2-2985) 


224. Clute, W. A second book of plant 
names. Indianapolis (Ind.), Willard Clute 
& Co., 1939. 164 p. 

Sch. sci. & math., N ’39 


'p. 792, 1/5 p. “To his 
15 or 16 other interesting books on botanical subjects 


Mr. Clute adds this one on nomenclature. It is 
written in a style which should appeal to the nature 
lover. The book traces the origin of the common 
names of many plants especially those about which 
we hear and see the most.” A. G. Zander. + 

Horticulture, O 1 ’39, p. 419, 1/5 col. + 

225. Compagno, I. Analisi dei metalli 
non ferrosi; di uso industriale e delle loro 
leghe. Milan, Ulrico Hoepli, 1939. 494 p., 
8 il., 17 tables. 60 1. 

Ind. & eng. chem. (News ed.), Ag 20 39, p. 555, 
1/2 col. ‘Covers the chemical analysis of copper, 
zinc, nickel, lead, tin, antimony, aluminum, mag- 
nesium, silver, beryllium, bismuth cadmium, cobalt, 
chromium, manganese, molybdenum, tantalum, titan- 
ium, tungsten, vanadium, and zirconium. . . In gen- 
eral, the methods described are the conventional ones 
used in the United States. . . To those who can 
read Italian, this book should be quite valuable, be- 
cause it contains working directions for analyzing a 
variety of metals and modern alloys.” J. I. Hoffman. 


226. Conant, R.; Bridges, W. What 
snake is that? A field guide to the snakes 
of the United States east of the Rocky 
mountains. N. Y., Appleton-Century, 1939. 
163 p., 35 plates, 1 map. $2. 

Copeia, S 9 *39, p. 176, 1/3 p. “A simple intro- 
duction to the snakes of eastern North America, 
illustrated with diagrammatic drawings of the color 
patterns and occasionally of other characters. . . The 
most cursory glance suffices to prove that no satis- 
factory drawing of a snake can omit the scales, and 
that their mere indication (cf. fig. 1, the ‘glass 
lizard’) will not do. The authors’ statement that 
these are the finest North American snake drawings 
in existence is cither a libel or a sad reflection on 
the state of herpetological drawings in our country. 
The keys for identification have been greatly simpli- 
fied by the introduction of a geographic restriction. 
The nomenclature is meticulously up to date, and the 
text is noteworthy also for freedom from error. . . 
There isa simple and adequate section on the treat- 
ment of snake bite.” K. P. Schmidt. + — 

Am. midland naturalist, S ’39, p: 474, 1-3/4 p. 
M. G. Netting. + 

227. Concrete reinforcing steel institute. 
Manual of standard practice for reinforced 
concrete construction. Chicago, Concrete 
Reinforce. Steel Inst. 

Ind. stand., O °39, p. 257, 3/4 col. “Standard 
specifications of the American Society for Testing 
Materials, the American Concrete Institute, the Port- 
land Cement Association, the Metal Lath Manufac- 
turers Association, and the Concrete Reinforcing Steel 
Institute are given in the Manual.” 

228. Conway, E. J. Micro-diffusion 
analysis and volumetric error. London, 
Crosby Lockwood & Son. 306 p. 25s. 

Chem. age, S 16 ’39, p. 217, 1/4 col. “Gives an 
account of the diffusion principal in analysis, and 
the applications which have so far been adequately 
tested in practice. . . Part I contains an account of 
the apparatus and principals used. . . Part II con- 
tains a description of methods with the standard 
absorption apparatus, and in Part III the author 
has attempted to introduce order into the subject of 
error in micro-volumetric technique. In doing so 
however, he has felt it necessary to consider the 
subject formally, both for macro and micro-volumes, 
and in particular from the standpoint of the variable 


error.” 

229. Cookson, W.; Bold, A. Sheet 
_— work. London, Technical Pr. 117 
p. 6s. 

Engl. mech., O 13 °39, p. 8, 1/3 col. “Fills a 
certain need in catering for the requirements of 
apprentices, students, journeymen and improvers con- 
cerned with the methods of pattern development and 
working up of sheet metal.” + 

230. Coston, H. E. a, Speckled no- 
mads. N. Y., Macmillan. 299 p., il. $3. 

Am. forests, Jy ’39, p. 372, 1/5 col. “A book for 
everybody who has ever caught or tried to catch that 
most beautiful, and most intelligent of fish—the 
brown trout. The author tells the parallel life-stories 
of two trout, the offspring of the same trout-farm.”+ 


231. Coutela, C.  L’oeil et les maladies 
professionnelles (Maladies du_ travail). 
Paris, Masson, 1939. 612 p., 43 il. 

Am. jl. of ophthalmology, N ’39, p. 1297, 1 col. 
“Ts encyclopedic in its scope. It covers the field in 
painstaking detail, every conceivable toxic agent being 
given ample consideration. . . Each section has its 
own particular historical introduction and a bibliogra- 
phy. Finally there is a chapter on medico-legai 
aspects of occupational diseases. . . Will be of assist- 
ance to all ophthalmologists who can read French, 
whether their practices are industrial or not. In this 
connection it may be said that one need not knew 
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much French to make use of the material in this 
book. The descriptions are so logical and well out- 
lined that even a beginner could follow most of them 
quite satisfactorily. The only criticism that one 
might make is the paucity of illustrations.” F, A. 
Wies. + 

232. Crawford, D. R. G. Gas producer 


operator’s handbook. London, Crosby 
Lockwood & Son. 4s. 6d. 
Gas wid., S 30 °39, p. 244, 3/4 col. “The pre- 


dominant trait of this book ... is to reject whenever 
possible the merely theoretical and to voncentrate 
upon practical values. In simple language he explains 
the essential features of producer gas operation, and 
though he never clouds the issue with unnecessary 
facts, he always returns to ultimate causes, and on 
these bases his preference for certain methods. . . In 
a chapter on gas calculations formulae are given for 
determining calorific value, density, changes of vol- 
ume due to temperature and pressure variations, air 
required for combustion, and other data, the com- 
pilation of which are most necessary to the gas pro- 
ducer operator. . . Book concludes with specifications 
of various types of producers marketed by the leading 
manufacturers in this country.” + 


233. Cross, R. C.; Sherman, R. A.; 
Ostborg, H. N. A field survey of the re- 
lation of combustion space and setting 
height to smoke when firing bituminous 
coal with underfeed stokers. Chicago, 
Stoker Mfgrs. Assoc. 33 p., mimeographed. 


$1. 

Heat. & vent., O ’39, p. 50, 1 col. “The research 
work in the field was conducted by engineers of 
Battelle Memorial Institute for the Stoker Manufac- 
turers Association, the National Coal Association, 
the Institute of Boiler and Radiator Manufacturers, 
and the Steel Heating Boiler Institute. The report 
presents the data obtained in a factual survey of 
102 installations and an experimental study of 22 
installations in Columbus and Cincinnati Ohio; St. 
Louis, Missouri; and Chicago, Illinois. The survey 
included hoth high and low volatile coals and cast- 
iron and steel boilers fired with stokers burning 20 
to 900 pounds of coal per hour.” + 


234. Dawes, C. L. Industrial electric- 
ity. Part 1. 2nd ed. London, McGraw- 
Hill. 387 p. 12s. 6d. 

Electrician, O 13 °39, p. 345, 1/4 col. ‘An ele- 
mentary textbook on direct-current technology—a type 
of book of which there is no lack by English authors. 
. . . The contents of all these books have much in 
cemmon, though mode of treatment naturally varies 
according to the vagaries of the author. Here we 
have resistance, Ohm’s law, Kirchhoff’s laws, kat- 
teries, instruments and measurements, magnets, in- 
ductance, capacitance and machines. There are but 
few photographs, and some of these largely serve the 
purpose of diagrams. The text is suitabie for begin- 
ners. There are worked examples in the text, but no 
answers are given to the numerical exercises at the 
end of the text.” S. P. Smith. 

235. Deller, A. W., ed. Symposium on 
patents. N. Y., Anthony Wm. Deller, 67 
Wall St. $1. 

Product eng., N ’39, p. 507 1/4 col. ‘Prompted 
by the widespread interest aroused by the activities 
of the Temporary National Economic Committee, this 
symposium on the general subject of patents contains 
eight papers presented by men well qualified to dis- 
cuss the subject.” + 

236. Devine, E. T. When social work 
was young. N. Y., Macmillan, 1939. 163 
p. $1.75. 


Am. city, Ag ’39, p. 113, 1/4 col. “Is the story 


of the development of ‘organized social work’ from 
‘organized charity’, and the part played by leaders 
in the field, during the last 40 years, and particu- 


larly during the nineties and the first decade of this 
century, told through personal recollections, by a 
man who has been a leader in social welfare move- 
ments in this country.” ‘ 

237. Diercks, H.; Euler, H. Praktische 
nomographie. Entwerfen von netztafeln. 
Nomogramme fiir beliebig viele verander- 
liche mit hilfe der leitlinie. Praktische bei- 
spiele. Diisseldorf, Vlg. Stahleisen, 1939. 
74 p., 27 il. RM 5. 

Arch. f. warmewirtschaft, S 939, p. 26, 1/4 col. aa 

238. Dorey, S. F. Strength of marine 
engine shafting. London, E. & F. N. Spon, 
1939. 138 p., il. 

Marine eng. (N. Y.), S ’39, p. 448, 1/3 col. “A 
reprint of a paper read before the North East Coast 
Institution of Engineers and Shipbuilders at New- 
castle upon Tyne on March 24, 1939. The author is 
chief engineer surveyor of Lloyd’s Register of Ship- 
ping. The paper deals with the strength of marine 
engine shafting based upon experience of the result 
of thorough investigation into causes of failure. . . 
Among the factors discussed are torsional vibration, 
axial vibration, alinement of shafting, shrink-fits in 
built-up crank shafts, rough-weather stresses (a 
method of measuring rough-weather stresses on shaft- 
ing is described and some results are given), screw 
shafts and geared systems.” + 

239. Doying, G. E. Federal financing 
and location of public power projects. 
Wash. (D. C.), P. U. R. Executive Infor- 
mation Serv. Map. $2. 

Elec. wld., N 4 39, p. (1359) 105, 1/4 col. 
“Scope, diversification and status of federal and 
other publicly owned power enterprises are graphically 
shown by this map. REA areas are indicated and 
the municipal plants are also located and the loans 
and grants to them tabulated. Other tabulations 
show the present status and record since 1933 of the 
federal power projects, the TVA, the state and dis- 
= power projects and the rural electrification 
oans.”’ 

240. Dreher, E. Zur chemie der kunst- 
stoffe. Munich-Berlin, Lehmanns Vlg., 
1939. 107 p. RM 4.05. 

Ind. & eng. chem. (News ed.), Jy 20 739, p. 478, 
1 col. ‘Is an introduction to the chemistry of large 
molecules. It presents a condensed, consistent, un- 
derstandable and, on the whole, reasonable view. 
Extensive use of indicative structural formulas adds 
to the clarity of the presentation. There is little 
chemistry in the book which would be new to persons 
who have read existing books in the field. . . The 
presentation of the mechanism of polymerization is 
not only uncritical but ignores much of the published 
work. In the infrequent excursions of the author 
beyond the German literature, he generally succeeds 
merely in locating a foreign publication of H. Staud- 
inger.” R. E. Burk. + — 

241. Dulac, R. Fabrication des colles 
a froid industrielles. 3rd ed. Paris, Du- 
nod, 1939. 313 p. Fr. 65. 

Ind. & eng. chem. (News ed.), Ag 20 ’39, p. 554, 
3/4 col. “Covers the broad subject of cold adhesives 
in its simplest form. It avoids the usual recipe 
book treatment and covers each basic type and prin- 
ciple in a logical, straightforward manner. . . This 
third edition is thoroughly covered by the excellent 
English translation, ‘Industrial Cold Adhesives,’ by 
Joseph L. Rosenbaum (188 pages, Bell and Bain 
Ltd., Glasgow; J. B. Lippincott Co., Philadelphia, 
approximately $3.50). This gives a supplementary 
chapter on sodium silicate adhesives and also adds 
a subject index, very useful in such a work which 
one is apt to use as a handbook.” A. C. Lamcureux. 

(See 1-2225) 

242. E. I. du Pont de Nemours & co. 
Dyes. Wilmington (Del.), E. I. du Pont 
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de Nemours & Co. 12 p., il. Free. 

Ind. & eng. chem. (News ed.), S 10 ’39, p. 580, 
1/5 col. ‘Information is presented in the question 
and answer method and pretty well covers the his- 
tory and use of dyestuffs in the textile industry.” 

243. Durant, Ruth. Watling: a survey 
of social life on a new housing estate. 
London, P. S. King, 1939. 128 p. 7s. 6d 

Am, city, Ag ’39 p. 113, 1/5 col. “Describes 
the settlement of the estate, the social patterns that 
have evolved there the organization and activities of 
its institutions, particularly the community center. 
It is interesting not only as a housing study, but as 
an analysis of present-day, urban, social forces in a 
new community.” 

244. Du Toit, A. L. 
Africa. 2nd ed. rev. & enl. Edinburgh, 
Oliver & Boyd. 539 p., il. 28s. 

Mining mag., O ’39, p. 224, 1 col. ‘‘New edition 
has entailed, therefore, a vast amount of work, ‘the 
abstraction of relevant data from the enormous new 
literature and their incorporation in the text’ having 
proved a serious problem and necessitated the re- 
writing of much of the original book. The task has, 
however, been successfully accomplished and the new 
‘Du Toit,’ providing up-to-date information regarding 
the geology of a great country, will certainly hold 
its place as the best standard text. The general 
arrangement of the second edition remains much the 
same as in the first, but some revision of place 
names has been carried a and the useful geological 


map largely redrawn.” 
245. Ejichholtz, Lehrbuch der phar- 


makologie im rahmen einer allgemeinen 
krankheitslehre, fiir praktische arzte und 
studierende. Berlin, J. Springer, 1939. 
378 p., 85 il. RM 16.50. 

Naturwissenschaften O ’39, p. 695, 2-1/6 col. 
W. Heubner. + : 

246. Elliott, B. G.; Consoliver, E. L. 
The gasoline automobile. 5th ed. Lon- 
don, McGraw-Hill, 1939. 754 p. 24s. 

Engineer, S 29 °39, p. 331, 1/4 col. ‘Primary 
objective of the work is to form a text-book for the 
teaching and study of the fundamental principles 
and ideas upon which modern motor vehicles are 
designed, constructed, and operated. Inthe original 
edition the book had a descriptive and informative 
nature likely to appeal to people to whom cars were 
at that time a nevel mechanism. Now, however, that 
the vehicle has become familiar and that the general 
principle of its operation are known even by children, 
who have not attained sufficient age to drive it, the 
book has been converted into a treatise on principles 
and on those fundamental considerations which must 
be mastered before the operation of the vehicle can 
be properly understood. In this latest edition con- 
siderable material relating to the oil engine has been 
worked into the text. . he vehicles and mechan- 
isms described in the book are almost entirely of 
American origin.” 

Automobile eng., O °39, p. 360, 1/5 col. + 

247. Elvehjem, C. A.; Wilson, P. W., 
comp. Respiratory enzymes. Minneapo- 
lis (Minn.), Burgess Publ. Co., 1939. 236 
p. $3.28. 

Am. chem. soc.—Jl., S ’39, p. 2568, 1/3 col. 
“Different individuals in several Departments at the 
University of Wisconsin, interested in respiratory 
enzymes, were assigned, for similar purposes, topics 
such as, the oxidases, dehydrogenases, hydrogen- 
carriers, coenzymes, etc. Their reports make up the 
different chapters in the book. The presentation is 
well done and quite complete bibliographies are given. 

Have rendered a valuable service in bringing 
together in one volume a convenient survey of the 
current knowledge in this field of research.” J. M. 
Nelson. + 


Geology of South 


248. Fales, H. A.; Kenny, F. Inorganic 
quantitative analysis. 2nd ed. N. Y., Ap- 
pleton-Century, 1939. 713 p., 132 il. $4. 

Am. chem. soc.—Jl., S ’39, p. 2565, 1 col. “There 
is a full measure of ‘theory and as ‘far as possible 
the techniques and method of analysis are presented 
from the standpoint of theory. This is also followed 
in the arrangement of the subject matter, as is shown 
by the departure from the traditional division into 
gravimetric and volumetric analysis. The general 
techniques and the detailed procedures for carrying 
out the laboratory exercises are well done. . . The 
reviewer likes the book and commends it heartily to 
students of analytical chemistry.” C. W. Foulk. + 


249. Flexrock co. Handbook of build- 
ing maintenance.  Phila., Flexrock Co. 
200 il., diag. Free. 

Am. gas jl., O °39, p. 76, 1/3 col. “Goes into 
such subjects as the proper maintenance of roofs, 
floors, some construction, information about cleaning 
and a few other general subjects of that kind. . . 
Will be of service to those who are not technically 
trained and it will add many profitable ideas for 
those who arc.” + 

250. Foxboro co. Instrumentation of 
modern disposal methods. (Bul. 232). 
Foxboro (Mass.), Foxboro Co. 16 p., il. 

Pub. wks., O 939 p. 58, 1/3 col. “Covers the 
complete operation of sewage disposal from the raw 
sewage to the incineration of the processed sludge. 
A simplified schematic overall plant layout is marked 
clearly for instrumentation of a ‘typical’ modern 
sewage disposal plant. The bulletin is liberally illus- 
trated with photographs and diagrams.” + 

251. Frailey, L. E. How to write bet- 
ter business letters. Chicago, Am. Tech- 
nical Soc. 198 p. $2. 

Excavating eng., N ’39, p. 669, 1/5 col. “is 
packed with facts that will help you put your 
thoughts on paper in such a way that they will 
interest and convince others.” + 

252. Gannett, F. E.; Catherwood, B. F., 
eds. Industrial & labor relations in Great 
Britain. N. Y., America’s Future, Inc. 
364 p. $2.50. 

Chem, ind., Ag ’39 (pt. 1), p. 152, 1/7 col. ‘The 
men actually handling labor relations tell in this 
invaluable symposium how and what this has accom- 


. Physical and 
chemical examination of paints, varnishes, 
lacquers, and colors. 9th ed. Wash. (D. 
C.), Institute of Paint & Varnish Res. 578 
p. $12.75. Foreign, $14. 

Ind. & eng. chem. (News ed.), Jy 20 ’39, p. 478, 
2/3 col. “Complete revision of this well-known book 
has been accomplished without changing the general 
arrangement cf the subject matter. . . Chapter 33 of 
the 8th edition has been replaced by a chapter on 
Agricultural Tests on Oils. All other chapters have 
been enlarged and rewritten. . . This reviewer recom- 
mended it as the best hook that he knew of in its 
field.” P. H. Walker. + 

(See 2-1882) 

254. Garside, A. H. Wool and the wool 
trade. N. Y., Stokes. 331 p. $2.50. 

Chem. ind., Ag 939 (pt. 1), p. 152, 1/7 col. 
“From sheep ‘to suitings, the story of the wool in- 
dustry with special reference to wool marketing and 
the N. Y. Wool Top Exchange.” 

255. General refractories co. 
fractories. Phila., 
Co., 1939. il, tables. 

Blast fur. & steel plant, S ’39, p. 988, 1/4 col. 
“Should be of value to every person in every indus- 
try where boilers are used. It contains chapters on 


Boiler re- 
General Refractories 
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Boiler Refractory Selection and Construction, Staid- 
ards of The American Society of Testing Materials, 
and valuable tables for refractory use.” + 


256. Giachino, J. W. Oxyacetylene 
welding for beginners. Peoria (IIl.), Man- 


ual Arts Pr. 96 p., 71 il. $1.48. ee 

Welding jl., O ’39, p. 680, 1/5 col. “Is distinctly 
for the beginning student of welding. The series of 
23 lessons represents the scope of work which must 
be mastered before one can become an expert welder. 
Each is accompanied by a brief, clear explanation of 
needed apparatus, safeguards, use of tools, and meth- 
ods of procedure, followed by questions which clinch 
the information presented in the given lesson. . . The 
lessons have been subjected to class test, hence can 
be relied on.” + P 

Modern mach. shop, N °39, p. 228, 3/5 col. ‘‘Be- 
ginning with a discussion of the nature of welding, 
the safety rules to be observed, and an analysis of 
the welding apparatus, the student is given suic- 
cessively instructions in the manipulation of the 
welding rod, welding a lap joint, welding a T-joint, 
horizontal welding, vertical welding, backward weld- 
ing, identification of metals, and so on through to the 
construction of metal boxes, flower pot holders, and- 
irons, work benches, and other lessons in fabrication. 
A series of questions at the end of each chapter will 
aid in reviewing the student’s knowledge of the sub- 
ject up to that point.” + f : 

257. Glover, K. America begins again. 
N. Y., McGraw. 382 p., il. $3.75. 

Am. forests, Ag °39, p. 426, 2/5 col. “The story 
of America and what she has done with her natural 
resources in the past down to today, when she is 
beginning again,—making a fresh start, through the 
new conservation movement. . . Presents a wealth of 
new, factual information. It has been well spoken 
of as a worthy complement to Stuart Chase’s arrest- 
ing work, Rich Land, Poor Land.” + 

258. Gmelins Handbuch der anorgan- 
ischen chemie. 8th ed. Ist supplementary 
vol. to Pt. A: Aluminum alloys—patent 
collection. Ed. by A. Griittzner & G. Apel. 


Berlin, Vig. Chemie, 1939. 880 p. RM 72. 

Metals & alloys, N ’39, p. MA 682, 1/4 col. 
“Supplementing an earlier patent list, this brings 
the entries of British, French, German, Swiss and 
U. S. Patents on aluminum alloys up to Feb. 1938, 
completely arranged according to the alloying elements 
claimed in the patents. Twenty-five pages are devoted 
to a list of trade names or designatirg numbers or 
symbols, with the name of the firm producing the 
alloy or the individual suggesting it together with 
the type composition.” H. W. Gillett. + 


(See 4-2545) 
259. Goris, A.; Liot, A. 


Galénique. v. 1-2. Paris, Masson et Cie., 
1939. 1917 p., il. Fr. 390. 

‘ Am. chem, soc.—Jl., O '39, p. 2984, 1-1/4 col. 
‘These volumes include much more than Galenical 
Pharmacy which the title indicates. As stated in the 
preface, the authors have purposefully omitted bibli- 
ographies on the various subjects as the treatise is 
intended for students and pharmacists rather than 
the research worker. The authors have drawn upon 
commercial pharmaceutical companies and_ hospitals 
for many of their illustrations of apparatus. . . The 
presentation of the chemical relationship of various 
types of compounds is a very desirable feature. . 
The reviewer feels that these volumes furnish an 
excellent text for students of pharmacy and a good 
reference for practicing pharmacists with the excep- 
tion of at least one phase of the subject, viz., the 
vitamins, in which they are not up-to-date.” F. W. 


Heyl. + 

260. Goslin, O.; Goslin, R. Our town’s 
business. N. Y., Funk & Wagnalls, 1939. 
355 p. $3.50. 

Am. city Ag ’39, p. 111, 1/4 col. 


Pharmacie 


“Presents, 


in a simple, readable style, the character, trends and 
principal problems of business in the present-day 
cities, towns and villages of this country, in terms 
of what these problems mean to the average citizen, 
and with the profuse use of the same type of dra- 
matic, telling picture-charts which made ‘Rich Man, 
Poor Man’ so live and compelling.’? + 

(See 1-2268.) 

261. de Gramont, A. 
vision. Paris, Flammarion. 


fig. 22 fr. 
Bul. biologique, Fasc. 3 ’39, p. 380, 1/2 p. E. R. 
Annales d. physique, S °39, p. 238, 1-3/4 p+ 
262. Graves, T. A. The examination of 
placer deposits. Phoenix (Ariz.), Mining 


Ji. 16 
E 


N.Y. 

Min. jl., Ag 30 ’39, p. 15, 2/5 col. “Presents 
data on alluvial deposits and their examination in 
such a manner as to be of value both to students and 
to professional engineers, and does it in a concise 
and readable form. . . Contains numerous illustra- 
tions, helpful formulas and examples for making 
necessary calculations.”? + 

Physik in streif- 


Problemes de ies 
282 p., 19 


263. Greinacher, H. 
zugen. (Verstandliche wissenschaft, v. 40.) 
_— J. Springer, 1939. 176 p., 64 il. RM 


Naturwissenschaften, O ’39, p. 694, 3/4 col. E. 
Richardt. 

264. Grignard, V. & others, ed. Traité 
de chimie organique. v. 10. Paris, Masson 
& Cie. 800 p. 270 fr. 

Chem. ind., Ag ’39, p. 152, 1/7 col. ‘‘Masterly 
treatment of the entire theory of acid function, pre- 
sented in great detail.” + 

(See 4-3060) 

265. Gutsche, H. Die Southern Pacific 
company, ihre geschichte, finanzierung und, 
rentabilitat. (Betrieb u. Unternehmung, No. 
16.) Leipzig, A. Deichertsche. 

Transports internat. par chemins d. fer—Bul., O 
"39. p. 434, 1 col. 

266. Hafferl, A. Die. anatomie der 
pleurakuppel. Berlin, J. Springer, 1939. 
89 p., 21 il. RM 12. 

Anatomischer anz., Ag °39, p. 429, 1/3 p. v. 
Eggeling. + 

_267. Hale, W. J. Farmward march. 
N. Y., Coward-McCann, Inc. 222 p. $2. 

Can. chem. & proc. ind., Ag °39, p. 407, 2-3/4 
col. “The sub-title of this book is ‘Chemurgy Takes 
Command’. . . This thesis is developed in general by 
reference to specific possibilities and a number of 
concrete examples of what has been, could be, or is 
being done. . . The exposition of the power of chem- 
istry when applied to a variety of organic raw ma- 
terials is forceful, praiseworthy, and in line with a 
section of what is going on all over the world. . . 
The chief criticism of this book by many will be 
the tendency of the author to set up generalities or 
broad statements, without sufficient critical qualify- 
ing discussion.” + — 

268. Harris, G. M. Municipal self-gov- 
ernment in Britain. London, P. S. King, 
1939, 342 p. I5s. 

; Am, city, Jy ’39, p. 99, 1/3 col. “An inquiry 
into the practice of local government in ten of the 
larger British cities: whether there is self-govern- 
ment in local communities in Great Britain, or 
whether the increasing functions and power of the 
central government have reduced city governments 
to its mere agents; and, if there is still self-govern- 
; how does it function—how is the power used?” 


| p., il. $3. 
& min, jl., N 239, p. 87, 1/3 col. + 
(Pub. by Richard R. Smith, 120 E. 38th St., 
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269. Hart, W. W.; 
Mathematics in action, Bk. 1. 
‘D. C. Heath, 1939. 344 p. 88c. 

School sci. & math., N ’39, p. 796, 1/3 p. “Ts 
for the seventh school year, and is the first of a two 
book series. It presents mathematics as found in 
the probable daily experience of the consumer, and 
also much of the preliminary work of elementary 
geometry. During the course many definitions and 
constructions of geometry are learned. Topics in 
arithmetic that cause difficulty are carefully pre- 
sented and recur frequently so that familiarity with 
them is maintained. . . There is an abundance of 
good illustrations.” W. H. Carnahan. + 


270. Hartshorne, D. J. How to install 
overhead equipment for trolley-buses. Lon- 
don, Tramway and Railway World Publ. 


Co. 40 p., 35 fig. 4s. 6d. 

Elec. rev., O 6 39, p. 473, 1/2 col. “Consists of 
a reprint of a series of articles which recently ap- 
peared in the ‘Tramway and Railway World,’ and is 
based on experience, some of which was acquired on 
the London system. . . Contents are divided into 
four sections; erecting poles, layout and types of 
suspension, planning the wiring, estimating. The 
information is of a practical nature and the authcr 
has some useful suggestions to make. For instance, 
he advocates 1/400 scale for route plans to show 
pole positions, but 1/10 in. to 1 ft. scale for curves 
and junctions. The importance of properly prepared 
plans cannot be overstressed if good operation is 
to be obtained. . . Very useful suggestions are given 
on planning the routes; this is very important if the 
number of dewirements is to be kept down. The vari- 
ous fittings used are also dealt with in a thoroughly 
practical manner. There are a number of diagrams 
illustrating complicated layouts, reverses, etc. The 
book should prove of interest to engineers of any 
transport system which proposes to install trolley- 
buses and even the experienced tramway linesman 
will find many things that will make him reconsider 
his former practice. A complete list of items to 
provide for on a route is ain and should be useful 
when estimating.” J. 


271. Haselton, S. ed. Succulents 
for the amateur. Pasadena (Cal.), Abbey 
Garden Pr. il. R 

Horticulture, O 1 ’39, p. 419, 1/4 col. “The first 
book devoted wholly to succulents to be written and 
published in this country. To introduce 800 
fascinating succulent plants to plant lovers and to 
picture 400 of the more common kinds so that the 
novice may know and properly name his plants. . . 
Have given special cultural requirements for each 
different group. The book is noteworthy for its 
illustrations, particularly those in color. . . Serious 
students of succulents will find the alphabetical index 
of 1200 plant references of indispensable value.’ + 


272. Haynes, Wm. Chemical pioneers. 
N. Y., Van Nostrand, 1939. 288 p. $2.50. 

Ind. ’S eng. chem. (News ed.), Jy 20 Po, p. 478, 
3/4 col. “Author is to be congratulated for contri- 
buting to the literature of the American chemical 
industry a much needed and highly interesting story 
of the men responsible for the development of the 
chemical industry in the United States. The book is 
well written and the details are effectively por- 
trayed. Presents the story of 15 pioneers of the 
American chemical industry, starting with John 
Winthrop, Jr. (1606-1676), to Herbert H. Dow 
W. N. Watson. + 


273. L’Hermite, R. La structure et la 
déformation des solides. Paris, Hermann. 
53 p., 50 fig. 18 fr. : 

Rev. gén. d. Vélec., S 9 °39, p. 290, 1/2 col. 


Bo + 
274. Hibben, J. H. The Raman effect 
and its chemical applications. (Am. chem. 


Jahn, Lora D. 
Chicago, 


soc. mono., no. 80.) N. Y, Reinhold Publ. 


Corp., 1939. 544 p. $11. 

Indie rubber wld. 1 p. 101, 2/5 col. “Part 
1 deals with the nature of the Raman effect, its 
relation to other physical manifestations, and the 
vibrations and rotations of polyatomic moiecules; 
Part 2 deals with the application of those principles 
to organic chemistry; Part 3 deals with their appli- 
cation to inorganic chemistry. Brief mention is made 
to the work on the Raman spectra of rubber, balata, 
isoprene, chloroprene, and polychloroprene.” 

ill, A B. Principles of medical 
statistics. 2nd ed. London, The Lancet, 
Ltd., 1939. 190 p. 6s. 

Jl. of ind. hyg. & toxic., O °39, p. 437, 1/2 col. 
“In this fresh edition the most important addition 
is the inclusion of a chapter in which the usual 
methods of calculating standardized death-rates are 
illustrated and discussed in detail. Intimate 
acquaintance with this book since its first appearance 
has only confirmed the reviewer in his initial high 
opinion of its value, not only to medical men and 
research workers but also to students of industrial 
hygiene.” T. Bedford. + 

(See 3-1172.) 

276. Holmyard, E. J. A higher school 
certificate inorganic chemistry. London, 
J. M. Dent. 529 p. 5s. 6d. 

Chem. age, Ag 5 ’39, p. 108, 1/3 col. “Is intended 
for students who have already reached the standard 
of School Certificate chemistry, and work up to this 
level has therefore been omitted, or only briefly 
recapitulated. . . The allotment of space to individual 
topics is roughly in proportion to the frequency with 
which those topics appear in the examination papers. 
Second, those sections which deal with stock examin- 
ation questions have been kept for the most part 
within such limits as may enable the candidate to 
reproduce them or their substance in half an hour. 
Third, the book is provided with more than the 
usual number of cross-references and with instruc- 
tions for making comparative tables, the object being 
to encourage the student in his assimilation of 
chemical facts.” 

277. Howard, S. E. The A B C of ac- 
counting. Princeton (N. J.), Princeton 
Univ. 320 p. $3. 

Chem. ind. Ag ’39 (pt. 1), p. 152 1/7 col. “Very 
little of book-keeping technique, but a great deal of 
accounting principles which any executive will find 
easy and valuable reading.” + 

278. Howe, Earl, ed. Motor racing. 
agua Seeley Service & Co., 1939. 256 p. 
15s. 

Automobile eng., O ’39, p. 360, 1/4 col. “Is by 
no means devoted to motor racing per se, recounting 
vivid experiences of racing drivers, but rather is 
devoted in a fairly popular manner to the design of 
racing cars generally. George Roesch and Reid A. 
Railton have interesting chapters on designing racing 
and specialised cars. Fuels and lubrication are dealt 
with by L. G. Callingham, brakes by Capt. J. B. 
Irving, carburettors, induction and supercharging by 
L. Mantell, while perhaps less technical though 
equally interesting chapters are written by S. C. H. 
Davis, of The Autocar. There is also a chapter on 
Grand Prix racing by the late R. J. B. Seaman.” + 

279. Hudelson, R. R. Farm manage- 
ment. N. Y., Macmillan, 1939. 396 p., 75 
fig., tables. $1.80. 

Sch. sci. & math., N ’39, p. 792, 1/3 p. “A text 
for use in agriculture education. This book i is suitable 
for both high school and college grade. . . Is divided 
into three parts: I—Organizing the Farm Business. 
Il—Operating the Farm Business. II]—Farm Fi- 
nance and Farm Accounts. . . The section devoted to 
farm finance and farm accounts is very illuminatiug. 
A fine item in this section deals with the matter of 
tenancy and ownership and all the fine points ccn- 
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cerning this matter of renting or owning.” A. G. 
Zander.+ 

280. Hume-Rothery, Wm. The struc- 
ture of metals and alloys. London, Insti- 
tute of Metals; N. Y., Chemical Publ. Co. 


120 p. $1.75. 

Heat & forging, O p. 510, 1/2 col. 
“No. 1 of the Monograph and Report Series of the 
Institute of Metals, is a second (revised) reprint of 
a work first published in 1936. While not a 
complete summary of the developments in the study 
of metal and alloy structures, is nevertheless an 
interesting and valuable discussion of certain of the 
principles underlying equilibrium diagrams, etc.” + 

(See 1-2606.) 

281. Ingram, G. W. Radio interference 
suppression. London, Electrical Review. 
154 p. 5s. 

Electrician, S 22 ’39, p. 290, 1/4 col. ‘The author 
may well claim to be comprehensive, because in a 
small number of pages he has compressed a great 
deal of valuable technical information, properly ar- 
ranged, which shows a practical insight into the 
problem as well as an appreciation of the theoretical 
nature of the propagation and origination of the 
disturbing energy. Not the least valuable parts are 
tabulations for trouble-shooting and the remedies.” 
L. E. C. H. + 

282. Institute of scrap iron & steel, inc. 
1939 scrap yearbook. Barringer, E. C., ed. 
N. Y., Institute of Scrap Iron & Steel, Inc., 


1939. $1. 

Steel, N 13 ’39, p. 27, 1/2 col. “First of an 
annual series. . . Considering that statistics of the 
industry are difficult to obtain, an excellent presenta- 
tion is made. ‘A Primer on Scrap’—leading chapter 
—presents a general view of the process of gather- 
ing, reclaiming and using scrap, how and why it is 
used, sources of supply and the role of the dealer 
and broker. Various tables and charts cover vital 
statistics of the scrap industry, consumption, price 
of representative grades, exports, world trade and 
other data. Specifications by the department of com- 
merce and the Association of American Railroads, 
the code of fair trade practice, are presented in fuil. 
The book also contains a list of officers. committee 
chairmen, active members of the institute, and oper- 
ators of scrap baling presses.’”’ + 

283. Irwin, F. C.; Sherwood, G. R. 
General and inorganic chemistry. Phila., 


Blakiston, 1939. 582 p., 95 fig. $3.50. 

Jl. of chem. educ., Jy ’39, p. 350, 1/3 col. ‘The 
chapter headings of the present printed edition are 
identical with those of the earlier edition as listed in 
that review. . . The treatment of most of the topics 
is brief but fulfils the purpose of the authors to 
supply ‘the necessary material for a year of college 
chemistry’.’”? G. A. Scherer. + 

(See 4-639.) 

284. Isard, Capt. A. P. The model 
shipbuilder’s manual. London, Faber & 
Faber. il. 12s. 6d. 

Engl. mech., O 6 39, p. 489, 1/5 col. ‘Should 
prove of great service to all interested in the building 
of ship models. It is intended as an instructional 

on the making of ship models, but deals very 
exhaustively with model ships’ fittings. . Is well 
illustrated and each item is arranged alphabetically 
and is accompanied by a working drawing.” + 

285. Jakobsen, J. Spray painting haz- 
ards—a clinical and experimental haemato- 
logical study with special reference to 
changes in the differential blood cell count. 
Tr. from the Danish by H. Anderson. 
Copenhagen, E. Munksgaard; London, Ox- 
ford Univ. Pr., 1939. 402 p. 

Nat. safety news, N ’39, p. 64, 2-1/4 col. “A 


valuable contribution to the literature on spray cvat- 
ing hazards. It contains a wealth of experimental 
data. Industrial hygienists should find it most inter- 
esting, but it is of little direct value to engineers.” 
J. C. Sennett. + 

286. Jaques, Florence P. Canoe coun- 
try. Minneapolis (Minn.), Univ. of Minn. 


Pr. 81 p., il. $2.50. 

Am. forests, Jy ’39, p. 372, 1/4 col. “Into a 
primitive wilderness two good companions journeyed 
in a canoe for three weeks’ vacation. . . The wife’s 
diary of their trip is intimate and informal; the 
husband’s drawings, in black-and-white, are of an 
outstanding character. Together they give you a 
perfect feeling of being along on a truly thrilling 
journey.” + 

287. Jones, Mack M. Farm shop prac- 
tice. | N. Y., McGraw-Hill. 315 p., 360 il. 


$2.75. 

Agric. eng., S ’39, p. 372, 1/4 col. “A text 
designed to supplement discussion and demonstration, 
and a reference for review purposes. Chapters under 
farm woodwork and carpentry. . . Part II, on tool 
sharpening and fitting. . Farm blacksmithing is 
covered. . . There are additional chapters on pipe- 
work, soldering and sheet metal work farm concrete 
work; harness, repair, belting, and belt lacing; and 
ropework.” + 

288. Jost, W. Explosions— und _ ver- 
brennungsvorgange in gasen. Berlin, J. 
Springer, 1939. 608 p., il, tables. RM 
49.50. 

Franklin inst.-—Jl., N ’39, p. 669, 2/3 p. “Has 
for its purpose the presentation of experimental and 
theoretical facts regarding the process of explosion 
and combustion of gases. . . There has been a large 
gap in publication in book form on this subject, 
data being limited to a very few books over a long 
period of years. Reports of work were mostly 
confined to scciety proceedings and articles in tech- 
nical periodicals usually spread over a wide and 
diversified field. Recently a book on this subject 
has appeared in English by Lewis and von Elbe. . . 
The book at hand covers a similar field in German 
. .. The treatment is of high quality supported by 
unusually good illustrations, photographs and drawings 
of flame characteristics and explosion phenomena. 
There is a subject and author index in the back of 
the book as well as the recording of reference data 
throughout the text. The book is a complete compi- 
lation of thought in this field, of the work of many 
investigators together with the contributions of the 
author who is an authority.” R. H. Oppermann. + 

289. Kaempffert, W. Science today and 
tomorrow. N. Y., Viking Pr., 1939. 275 


p. $2.50. 

Modern plastics, N ’39, p. 110, 1/2 col. “Through 
18 thrilling chapters he reveals the progress of science 
and indicates the shape of things to come but his one 
chapter on ‘The Chemical Revolution’ is worth the 
price of the volume. . . He inspires our sluggish 
imaginations to look beyond the present point reached 
by plastics and other syntheti¢s, into a future where 
their greatest development and expansion lie, almost 
untouched and unexplored.” E. F. L. + 

290. Karrer, P. Lehrbuch der organ- 
ischen chemie. 6th ed. rev. & enl.  Leip- 
zig, G. Thieme Vlg., 1939. 689 p., 6 figs. 
RM 34. 

Am. chem. soc.—Jl., S °39, p. 2565, 1/3 col. 
“Sixth German edition is practically identical with 
the English edition. . . The new subject matter in 
the sixth edition (which is also incorporated in the 
English translation) includes only the section on 
organic deuterium compounds (five pages), a page 
on ergot alkaloids and half a page on phthalocyanins. 
Other topics have been brought up to date, especially 
in the active fields of natural products.” P. D. 
Bartlett. + 

(See 4-2310.) 
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291. Keeson, W. H. Théorie thérmo- 
dynamique de la rectification. Collected by 
W. Tuyn. Tr. from the Dutch by Eugéne 
Mertens. Louvain, Lib. Universitaire, 1939. 


103 p. Fr. 60. 

Ind. & eng. chem. (News ed.), Ag 10 ’39, p. 499, 
1 col. ‘Is based on a series of lectures given by 
W. H. Keeson in 1932 at the laboratory of Technical 
Physics of the Technical Institute of Delft. It gives 
a rather complete exposition of the treatment of a 
continuous rectifying column based on the use of 
W-x (enthalpy-concentration), S-x (entropy-concen- 
tration) and W-s (enthalyentropy) diagrams, with 
particular reference to the separation of air into its 
constituent gases. . . The engineer who is interested 
in distillation will be disappointed in the small num- 
ber of numerical illustrations which have been in- 
cluded to show how the methods could be applied to 
specific problems arising in practice. Nevertheless, it 
is packed with: theory in a highly concentrated form 
and it should be a valuable addition to the library of 
those who wish to delve deeply into the thermodynamic 
treatment of rectification or of specialists in the field 
of air separation.” B. F. Dodge. + 

(See 4-2571.) 

292. Keir, A. So you want to open a 
shop. N. Y., Whittlesey, 1939. 216 p. $2. 

Am. perfumer, O ’39, p. 56, 1/3 col. “In simple 
language this book endeavors to give detailed and 
authentic facts. concerning the running of various 
shops. Basic principles, analysis of aptitude, prob- 
lems of financing, of neighborhood, etc., are con- 
sidered in an introductory chapter. Following this, 
principles relating to different types of shops are 
given. .. The history of outstanding successful shops 
is also given. The book gives practical advice to 
anyone considering the opening of a shop.” + 

293. Keller, R. Die elektrischen gruppen 
in’ biologie und medizin. (9 pages of Eng- 
lish summary.) Zurich, Sperber-Vlg. 92 p. 

Chemist, O ’39, p. 358 1/2 col. “The ideas 
expressed by the American, Jacques Loeb (1900) 
when he discovered the so-called ‘ionantagonism’ 
theory are contained in this book which reviews 
findings concerning electric groups as related to 
medicine and biology.”” R. Seiden. 

294. Kerrschaft, W.; Deschin, J. Light- 
ing ideas in photography. N. Y., McGraw- 
Hill. 278 p., il. $2.75. 

Am. forests, Ty 939, p. 372, 1/4 col. “A practical 
discussion of the fundamental principles and uses of 
artificial lighting in photography, with descriptions 
of methods of achieving lighting effects, and an ex- 
planation of light sources and light control. . . The 
many points covered by the authors are supplemented 
with photographs and diagrams showing the prin- 
ciples and processes involved.” + 

295. Lane, W. D. What makes crime? 
N. Y., Public Affairs Comm., 1939. 31 p., 
il. 10c. 

Am. city, Ag °39, p. 111, 1/6 col. “A quick 
picture of the crime situation in this country, this 
pamphlet tells the story of a boy who grew up to be 
a criminal, and discusses the causes of crime, its 
trends, costs, prevention. . . Is written with interest, 
and effectively illustrated with picture charts.”?” + 

296. Laporte, M. Décharge electrique 
dans les gaz. Paris, A. Colin. 222 p., 41 
fig., 22 tables. 17.50 fr. 

Elec. rev. S 22 °39, p. 392, 1/3 col. “Has 
endeavoured to fill a need for a work in the French 
language on electrical discharges in gases, a subject 
to which he himself has made certain important 
contributions. In a series of thirteen chapters, there 
is concisely described, with a minimum of calculaticns, 
the underlying principles necessary for a full com- 
prehension of the action of the different methods of 
electrical discharges in gases and the luminous 
phenomena which accompany such discharges. The 


book is provided with an excellent index and a 
bibliography of the principal works on the same 
subject which have been published in recent years in 
Great Britain, France, Germany, and the United 
States. Although intended chiefly for the use of 
French students and engineers interested in the 
subject, an endeavour has been made to render it 
useful to English readers by the provision of a three- 
page vocabulary of the principal French technical 
terms used and their equivalents in English.” C. J. 


Rev. gén. d. Vélec., S 2 739, p. 258, 1 col. L. V. + 
297. Laucks laboratories, inc. How to 
identify minerals quickly in the field. 
Seattle (Wash.), Laucks Laboratories, Inc. 


315 Maritime Bldg. Free. 

Min. jl., (Ariz.), p. 16, 1/4 col. “Will 
interest prospectors, mining engineers, and others in 
the mining field. . . It lists fully the properties of 
40 of the common minerals and suggests ways to 
recognize these minerals by their luster, weight, 
color, streak, magnetism, solubility, etc. The various 
processes of ore treatment, such as amalgamation, 
cyanidation, chlorination, smelting, and concentration 
are also briefly explained.’? + , 

298. Lennes, N.J. New practical mathe- 
matics. N. Y., Macmillan, 1939. 426 p., 


il. $1.32. 

School sci. & math., N ’39, p. 795, 1/4 p. “A new 
book based upon the author’s Practical Mathematics, 
more than half of the pages being completely 
changed. The book is intended for use by high school 
pupils whe take mathematics because of its practical 
value. There is much arithmetic, a little algebra and 
some construction geometry... A feature of the book 
is the inclusion of topics for discussion. These are 
frequently questions based upon the discussions pre- 
sented in the k. There are frequent tests. The 
book is illustrated with cartoons.” W. H. Carnahan. 


299. Lester, R. A.; Kidd, C. V. The 
case against experience rating in unemploy- 
ment compensation. 60 p. $1.00. 

Factory, O ’39, p. 140, 1/5 col. “The case against 
experience rating, as viewed by its critics, has been 
written up to show the ‘contradictory’ nature of the 
basic arguments for such rating.” 

300. Logan, M. Flying simply ex- 
plained. London, Pitman. 45 p., 31 il. 6d. 
_ Engl. mech., O 13 739, p. 8, 1/5 col. “Affords a 
simple explanation of the general procedure of flying 
a light aeroplane. It is intended primarily for those 
who aspire to become pilots and gives a non-technical 
outline of the principles of the aeroplane, the controls 
and their uses in piloting a machine.” 

301. McAtee, W. L. Wildfowl food 
plants. Ames (Io.), Collegiate Pr. 141 p., 
il. $1.50. 

Am. forests, S ’39, p. 474, 1/5 col. ‘Comments 
on all wildfowl food plants of both general and local 
importance, summarizes information on methods of 
propagating them, discusses the principal environ- 
mnental factors affecting the plants, and ways in which 
some of them can be managed by man for his own 
purposes and the benefit of the birds.” + 


302. Machine design. Directory of ma- 
terials, 1939-40. 7th ed. Cleveland (O.), 
Machine Design, Penton Bldg., 1939. 25c. 

Iron age, O 19 ’39, p. 69, 1/2 col. “Is a complete 
revision of previous directories and the materials 
listed - comprise practically a complete list of all 
materials in general use by engineers and designers 
of machinery. The directory is divided into eight 
sections, each a complete directory of materials of 
similar type. The sections are: iron, steel and non- 
ferrous alloys; plastics and other non-metallics; iron, 
steel and non-ferrous producers; plastics and non- 
metallics producers; stampings producers; forgings 
producers; die castings producers, and custom mold- 
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ers. A helpful feature of the directory is the keyed 
explanation of each material’s characteristics.” + 


303. McNally, W. D. Medical juris- 
prudence and toxicology. Phila. W. B. 
Saunders, 1939. 396 p. $3.75. 

Jl. of ind. hygiene, S ’39, p. 320, 1/3 col. ‘Author 
states that this beok was written to ‘meet a demand 
for a brief and concise textbook of medical juris- 
prudence and toxicology,’ and that he has condensed 
this volume from his larger book, ‘Toxicology’. . - 
The format and general arrangement is pleasanter and 
more useful than in the older book.” P. Drinker. + 

304. Macquown. Proximate coal analy- 
ses. Pittsburgh, Coal Information Bur. 
80 p. looseleaf. (Districts 1 to 10, $10 per 
copy, other districts, $5. per copy.) 

Combustion, S °39, p. 47, 1/4 col. ‘Contains com- 
plete authentic information on the analyses vf any 
size coal from every shipping mine, based on data 
filed with the National Bituminous Coal Commission 
by the District Producers Boards. The figures are 
published in separate books for each district in handy 
pocket size and include complete cross-indices, showing 
alphabetical lists of companies and mines.”’ + 

Power plant eng., N °39, p. 757, 1/3 col. o ‘ 

305. Manly, H. P.  Manly’s air condi- 
tioning handbook. Ist ed. Willmette (IIl.), 
H. P. Manly, 1939. 112 p. $1.50. 

Heat & vent., O ’39, p. 50, 2/5 col. ‘Has heen 
designed to present the reference tables, formulas and 
charts which are most frequently used for design of 
summer and winter air conditioning systems. The 
manner of using the tables and formulas in practice 
is illustrated by typical problems, whose solutions 


show in detail how data are selected and employed in 
this work.” + 


306. du Manoir, P. 


Plantes des mon- 
tagnes. (Ce qu'il faut savoir en histoire 
naturelle, No. 5.) Paris, P. Lechevalier. 
Fr. 16. 

Gardeners’ chron., S 2 °39, p. 181, 1/6 col. 
“Greater part . .. is taken up by forty pages of 
coloured illustrations of the wild plants to be encount 
ered in the mountainous regions of central and 
southern Europe, with the Latin name and a short 
description of each. In the portion of the book which 
follows the coloured plates, the popular names of the 
plants are given, in French, German, English, Flem- 
ish and Italian. . . Colours. . . in the plates leave a 
good deal to be desired, and the grouping, apparently 
following the colours of the flowers, is not very 
scientific, but the brochure would make a useful pocket 
ook to accompany a traveller in the French mountain 
— and to identify the various plants encount- 
ered.’ 

307. Marcard, W. Die dampfkessel und 
feuerungen einschl. hilfseinrichtungen in 
theorie, konstruktion und berechnung. pt. 
1 & 2. (Sammlg. Géschen, v. 9, no. 521.) 
Berlin, W. de Gruyter & Co., 1939. 136 p., 
il, 14 tab. & 138 p, 53 il., tab. RM 1.62 ea. 

Arch. f. warmewirtschaft, S ’39, p. 26, 1/3 col. + 

308. Mason, R. D. Fat, total solids 
and moisture. Toronto, Westman Publi- 
cations, Ltd. 97 p. $2. 

! Can. chem. & proc. ind., Ag 39 p. 407, 1/2 col. 
‘Illustrates a step in the development of equipment 
based on the correlation of a number of operations that 
must be done in the same way by various persons at 
different times. A ‘Test Unit’ of British dcsign for 
the determination of fat and moisture in foodstuffs is 
described. . -_ There is evidence to show that the 
laboratory equipment was developed from a full study 
of the subject; and while such a book will not appeal 
to the chemist who dislikes the introduction of con- 
solidated units of equipment, those who have no 


Personal aversion to the basic idea will welcome the 
study.” + 


Chem. age, Ag 12 ’39, p. 129, 1/2 col. + 

(London, A. arvey. 7s. 6d. Determinations 
by the ‘Technico’ test unit.) 

309. Matagrin, A. Le soja et les in- 
dustries du soja. lst ed. Paris, Gauthier- 


Villars, 1939. 390 p., 46 il., tables. Fr. 60. 

Ind. & eng. chem. (News ed.), Ag 20 '39, p. 555,1 
col. “This volume was prepared with the hope that it 
would aid in establishing a soybean industry in 
France and encourage increased production of soy- 
beans in France and her colonies. The author has 
assembled a considerable body of material covering 
the history, culture, processing, industrial utilization, 
and commerce of the soybean and its derived products. 
The work is especially valuable because of the wealth 
of historical and bibliographic material which it con- 
tains. . . It is unfortunate that much that is of value 
in this compilation should have been marred by the 
lack of an index; by inferior illustrations, practically 
all of them representing obsolete practices and equip- 
ment.” K. S. Markley. + — 

310. Nat. lumber mfgr. assoc. Wood 
structural design data. v. 1, 2nd ed. Wash. 
(D. C.), National Lumber Mfgr. Assoc. 
296 p. V. 1, $1, with supplements, $1.25. 

Excavating eng., N ’39, p. 668, 2/5 col. ‘Hand- 
book of technical information incorporating recent 
research findings on wood with design data arranged 
for the convenience of engineers, and contractors. . . 
Text and formulas which treat wood design com- 
pletely, include such items as notched beams, checked 
beams, bearing, load at angle to grain, duration of 
load effect, deflection, combined axial and bending 
stresses, shear and bending moment diagrams, con- 
version tables, and a simple chart solving the unwieldy 
Hankinson formula. . . Following supplements to the 
volume contain additional technical information useful 
in wood design: Working Stresses for Structural 
Lumber, Bolted Wood Joints, Maximum Spans for 
Joists and Rafters, Wood Columns, and Wood 
Trusses.” + ‘ 

Contractors & eng. mo., O °39, p. 37, 1/2 col. + 

Product eng. N ’39, p. 507, 1/2 col. + 


311. Needham, C. H. L. Aircraft de- 
sign. V. II: Aero structures. Lendon, 


Chapman & Hall. 308 p. 16s. 

Aeroplane, O 5 ’39, p. 428, 1/2 col. “Book is the 
first modern attempt made in this country to provide 
enough information in one book, albeit in two volumes, 
to construct a complete airframe. . . Deals with the 
general principles of flight and stability, the strength 
requirements with which it is necessary to comply, 
and formulae for the calculation of sizes of component 
parts. Volume II deals more particularly with strength 
requirements, layout and typical calculations of the 
strength of components. . It is unfortunate that 
the data are in certain respects obsolete. . . The bock 
will, nevertheless, be useful to the private constructor. 
Photographs of military and heavy civil types such as 
the Hurricane and Short flying boats are hardly 
those with which to illustrate this book. It would 
have been better to include illustrations of structure 
of light civil aircraft.”” L. C. W. 

(See 4-2125.) 

_ 312, N. J. zinc co. Practice in machin- 
ing zinc alloy die castings. N. Y., N. J. 
Zinc Co. 24 p., il. 

Product eng., S ’39, p. 405, 1/4 col. “Fills a long- 
felt need in offering an accurate and comprehensive 
discussion of the machining of zinc alloy die cast- 
ings. .. Every method reviewed in this publication is 
in actual commercial use, and is the recommendation 
of some die caster, some large user of die castings, 
or some tool manufacturer.” + 

313. Northwest regional council. The 
Pacific northwest. Portland (Ore.), North- 
west Reg. Coun. 456 p. 

Am. forests S 39, p. 474, 1/5 col. “A selected 
bibliography from 1930 through 1939, including com- 
plete research in the natural resource and_ socio- 
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economic fields, together with an annotated list of 
‘in-progress’ and contemplated research, in the stimu- 
lation of a greater public awareness of the basic 
problems of the Pacific Northwest.” + 

314. Oil engine manual. London, Tem: 
ple Pr. il. diag. 5s. 

Engineer, O 6 ’39, p. 354, 1/4 col. “Has been 
written by the technical staff of our contemporary 
journal The Oil Engine, covers in a clear, concise 
manner the various aspects of oil engine construction, 
operation, and maintenance. . . The information is 
well illustrated by diagrams, drawings, and photo- 
graphs, and specifications of each maker’s range of 
engines are given in chart form. An appendix con- 
tains particulars of relevant standards, useful costs 
data, etc. Students will certainly find the book cf 
considerable use and those familiar with oil engines 
will find it a handy reference work of modern design 
and practice.”” + 

Can. eng., N 7 ’39, p. 16 1/6 col. + 

Engl. mech., O 13 ’39, p. 8, 1/5 col. + (New ed.) 


315. P M magazine & laboratory school 
of industrial design. A design students’ 
guide. N. Y., P M Mag. & Lab. Sch. of 


Ind. Design. il. 50c. 

Mod. plastics, N ’39, p. 110, 1/5 col. “Originally 
published as a guide to those visiting the Fair, this 
beautifully printed and illustrated booklet provides a 
lasting record of those buildings, displays, exhibits 
and other individual expressions of the architect and 
designer which in the opinion of the editors make 
worthy contributions to modern art. The names of 
architects and designers, together with comment about 
materials used, are identified with each illustration 
of their work.” + 

316. Portevin, G. Champignons. (Ce 
qu’il faut savoir en histoire naturell, No. 6.) 


Paris, P. Lechevalier. Fr. 12. 

Gardeners’ chron., S 2 °39, p. 181, 1/6 col. “‘Is 
more or less a sequel to a previous book in the same 
series which appeared in 1935, on Mushrooms and 
Toadstools. After a chapter on poisonous fungi and 
one on edible ones, with illustrations to enable the 
reader to identify them, the remainder of the bro- 
chure consists of recipes for the cooking and serving 
of Mushrooms in a great number of different ways.” 


Soil-ce- 
ment roads. Chicago, Portland Cement 


Assoc., 1939. 90 p. 

Public wks., N ’39, p. 58, 3/4 col. “How to build 
low-cost roads for light traffic by mixing roadway 
soil with portland cement and water is told in detail. 
. . . The plans engineer will find details for laying 
out the project; the laboratory soils engineer will find 
an outline of tests required to insure success; the 
resident engineer and contractor will find answers to 
questions regarding desirable equipment and_proce- 
dures; the specification engineer will find a model 
specification; the estimating engineer will find cost 
data listed; and the field soils engineer will find the 
detail information required for calculating control 
factors during construction.” + 

Pit & quarry, D ’39, p. 22, 1/3 col. 

Roads & streets, N ’39, p. 89, 1/4 col. + 

318. Price, A. G. White settlers in the 
tropics. N. Y., Am. Geog. Soc., 1939. 
(sp. pub. no. 23.) 272 p. 

Jl. of ind. hyg., O °39, p. 438, 1/3 col. ‘Reviews 
the experience of many white settlements in the 
tropics, taking up the historical, economic, social, 
administrative, medical, climatic, geological and geo- 
graphical aspects of the problem. . . Mr. Robert G. 
Stone of the Blue Hill Meteorological Observatory, 
Harvard University, has contributed many data in 
the form of notes and an excellent appendix dealing 
with recent physiological research on the effects of 
heat upon the human organism.” C. P. Yaglou. + 


+ 
317. Portland cement assoc. 


319. RCA mfg. co. Practical television 
by RCA. N. Y., RCA Mfg. Co. 40 p. 

Radio news, N ’39, p. 28, 2/5 col. “Outlining the 
RCA Television System, particularly receiving cir- 
cuit designs, antenna installation, and reception, has 
been published for servicemen, dealers, schools, etc. 
. . « Seeks to dispel some of the mystery of television 
in a practical fashion.” 

320. Redgrove, H. S. 
hair dyeing: Chemistry 
N. Y., Chem. Publ. Co. ; 

Can. chem. & proc. ind., Ag ’39, p. 436, 1/2 col. 
“The considerable body of knowledge which the 
chemist can contribute has been combined with an 
account of the practical business of hair-dressing, 
and the result is a type of book nct common, but of 
definite merit. . . Readers will find the chemistry of 
the subject handled without any suggestion that there 
is some easy way of mastering advanced organic con- 
ceptions. As for the descriptive material dealing with 
technique, no doubt art and practice, particularly as 
developed in Europe and England, have been de- 
scribed fully. A bibliography of scientific and tech- 
nical references from international sources is in- 
cluded.” + 

321. Reid, °C. T. Un diccionario de 
aeronautica. San Francisco (Calif.), Avi- 
ation Pr., 1939. 125 p. Lithographed. $3. 

Aero dig., N ’39, p. 123, 1/4 col. ‘Filling a need 
which is becoming more and more important, par- 
ticularly with the increasing trade between the United 
States and the Latin American countries, this dic- 
tionary of aeronautics is a Spanish-English and Eng- 
lish-Spanish guide to commonly used words as asso- 
ciated with aviation.” + 

Jl. of aero. sci., O ’39, p. 504, 1/6 col. “Will be 
a most useful handbook for those whose duty it is to 
deal with our S. A. friends who speak only Spanish. 
. . . Has spent many years making the compilation 
for his own use. Friends urged him to make his 
notes available to others, and the present dictionary 
is the result. English-Spanish and Spanish-English 
sections make the dictionary complete for both lan- 


guages.””? + 

322. Richmond, K. C., ed. How tto sell 
stokers. Chicago, Coal-Heat, 20 W. Jack- 
son Blvd. 74 p., il. $1. 

Heat. & vent., O ’39, p. 49, 1/2 col. ‘Is intended 
to serve as a practical handbook for stoker salesmen, 
dealers, and distributors. It is based on the actual 
experiences of a successful stoker salesman and em- 
bodies ideas that have actually produced results.” + 

323. Riesenfeld, E. H. Lehrbuch der 
anorganischen chemie. 2nd rev. ed. Vienna, 
F. Deuticke, 1939. 706 p., 90 figs. RM 14. 

Am. chem. soc.—Jl., S ’39, p. 2566, 1/3 col. 
“Reviewer found this textbook most useful when 
looking up recent developments of general and in- 
organic chemistry. Chapters which have been treated 
with particular thoroughness are those on the struc- 
ture of atoms (isotopes, natural and artificial radio- 
activity, etc.), on metals and their compounds, on 
crystal structure, and on complex salts. The author 
frequently refers to the biochemical importance of 
the elements.” Freundlich, + 

Jl. of physical chem., N ’39, p. 1108, 3/4 p. 
“Altogether, it is a comprehensive, well-balanced 
book, and one to be highly commended. J. L. Howe.+ 

324. Rietz, H. L.; Crathorne, A. R. 
College algebra. 4th ed. N. ¥., Helt, 
1939. 298 p. $1.85. 

Sch. sci. & math., N ’39, p. 794, 2/5 p. “Com- 
parison with the third edition shows several changes 
in the order in which topics are presented. Many of 
the chapters are, as in the former edition, essentially 
independent units, and the order of presentation is 
largely at the disposal of the individual instructor. 
The material on certain topics has been expanded, 


Hair dyes and 
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usually, it would seem, for the purpose of simplifying 
the presentation. This is especially apparent in the 
review of pre-college algebra, in the work on systems 
of equations, and in the chapter on theory of equa- 
tions. While the authors state that the problems 
have been very completely changed, a comparison 
with the third edition shows a large number of identi- 
cal exercises, particularly in the case of the ‘worded’ 
problem. Since a large number of the changes which 
have been made are merely changes in the numerical 
constants, it seems unfortunate that similar changes 
were not made throughout the book.” C. B. Read. 

325. Ripper, W. Heat engines. rev. by 
A. T. J. Kersey. new ed. London, Long- 
mans Green. 226 il. 5s. 

Steam eng., N 739, p. 60, 1/4 col. “The quality 
of the book demands that all students of engineering 
should be aware of the new revised edition now 
available. The work of revision has been entrusted 
to Mr. A. T. J. Kersey, who has carried out his task 
thoroughly, emphasising the more modern trends 
towards the steam turbine and the internal-combus- 
tion engine. The text is written in a most clear 
manner, enabling the student to grasp the meaning 
very quickly.’’ + 

Motor ship (Gt. Brit.), N ’39, p. 283, 2/5 col. + 

326. Rosenbach, J. B.; Whitman, E. A. 
College algebra. Rev. ed. Boston, Ginn 


& Co., 1939. 431 p. $2.25. 

School sci. & math., N °39, p. 795, 3/5 p. “‘Al- 
though the content and arrangement of the material 
is that of the traditional college algebra text many 
of the minor details make this text appear to be 
decidedly above the average. Interesting historical 
notes appear frequently throughout the text. ‘Warn- 
ings’ which point out pitfalls into which the begin- 
ning student may leap show an especially careful 
analysis of frequently occurring errors. The forms 
of solution shown in the illustrative examples seem 
to give a very clear idea of the process of analysing 
and solving a problem.” C. B. Read. + 

327. The rubber age. Rubber red book. 
N. Y., The Rubber Age. 422 p. $5. 

India rubber wld., O 1 739, p. 101, 1/2 col. “This 
biennial directory for the rubber industry and _ its 
suppliers has been revised, brought up to date, and, 
through the inclusion of four new sections, has been 
materially extended in scope. The rubber bibliography 
section included in the previous edition has been 
omitted as this compilation is now published sepa- 
rately. . . Sections new to this edition cover: sales 
agents and suppliers’ branch offices; technical jour- 
nals; technical and trade organizations; and a ‘Who’s 
Who’ in the Rubber Industry.” + 

(See 3-1320) 

328. de St. Exupery, A. Wind, sand 
and stars. Trans. from French by L. Galan- 
tiére. London, Heinemann, 10s. 6d.; N. Y., 
Reynal & Hitchcock, 1939. 306 p. $2.75. 

Aeroplane, O 5 °39, p. 428, 1 col. “Is only, inci- 
dentally, the book of a fine pilot. . . Here, more evi- 
dently, is the philosopher strayed by chance into air- 
line flying; here, with even more assurance and sin- 
cerity, is the poet treating the earth and the elements, 
the machine and man as things to be brought truly 
alive in their vital and essential relations to each 
other. A fine book, concerned with the great 
things in life. If it were not mainly about flying, 
it would still touch unexpected chords in those who 
fly. Born out of flying, it is to be commended to all 
who have looked for the poet to express and inter- 
Pret sensations which, until now, may have been 
inarticulate.” 

Aero digest, N °39, p. 123, 1/4 col. “In an en- 
deayor to reveal the innermost feelings cf the pilot, 
the author has called upon his generous talents of 
writing and has portrayed a vivid word picture of 
the world in which the pilot is supposed to live. 
Extremely well written, many passages in the book 
are excitingly realistic.” + 


Jl. of aero. sci., O ’39, p. 520, 1/3 col. + ' 
329. Sanger, R. G. Synthetic projective 
geometry. N. Y., McGraw-Hill, 1939. 175 


p: $2. 

School sci. & math., N °39, p. 794, 3/5 p. “The 
primary emphasis is upon projective geometry in the 
plane; a brief chapter of twelve pages is devoted to 
space geometry. After six chapters devoted to im- 
portant phases of projective geometry such as are 
customarily treated in a first course, the author de- 
votes one of the longest chapters in the book to the 
subject ‘Metric Properties of Projective Figures.’ 
This chapter presents in an excellent manner the re- 
lationship between projective geometry and the metric 
geometry which the student has heretofore encoun- 
tered. It should be of especial value to the teacher of 
Euclidean geometry and it would also help the teacher 
of analytic geometry answer some of the questions 
raised by the college freshman who is trying to 
imagine what happens when a curve ‘goes out to 
infinity.’’”’ C. B. Read. + 

330. Santarella, L. La tecnica delle 
fondazioni. 3rd ed. Milan, Hoepli. 40 1. 

Concrete (Gt. Brit.), O ’39, p. 533, 1 col. “Addi- 
tions which have been made to. . . its third edition 
include discussions of methods of testing the ground 
without allowing it to move laterally under the load; 
tests of permeability of the soil; lowering the ground- 
water level by means of well points; and systems of 
cast-in-situ. piles. The book is divided into two 
parts, dealing with the study of the bearing capa- 
city, testing, and classification of soils and the sys- 
tems of foundations adopted in various circumstances. 
. . . As a general introduction, in the Italian lan- 
guage, to the practice of foundation design and con- 
struction the beok is useful. It is well iliustrated 
with details of parts of works executed by the author 
and other engineers.” W. S. G. + 

(See 1-1662) 

331. Sartori, M. The war gases, chem- 
istry and analysis. 2nd ed. N. Y., Van 
Nostrand, 1939. 360 p., il., tables. $7.50. 

Franklin inst.—Jl., N °39, p. 670, 2/3 p. “Is the 
second edition originally written in the Italian lan- 
guage and translated into English. It is essentially 
a compilation of authoritative and recent published 
work on purely chemical data appearing in various 
manuals on chemical warfare. . . Starting out with a 
discussion on the principal properties of war gases 
which are divided into the physiopathological, physical 
and chemical properties, the relation between chemical 
structure and aggressive action is then taken up. . . 
No information is given with regard to peace time 
chemical application, the coverage being entirely for 
the war gas chemist. The author and subject index 
adds much to the value of the book as a work for 
reference.’”? R. H. Oppermann. + 

Jl. of physical chem., N ’39, p. 1103, 1/2 p. 
“Book is most valuable for its complete data on 
more than 60 elements and compounds pessessing 
properties making them possible war gases. Informa- 
tion is presented for each compound or element on 
its constitution, on laboratory methods of prepara- 
tion, on the industrial method of manufacture where 
the compound has been produced industrially, and on 
its several properties.” M. C. Rogers. + 

Ind. & eng. chem. (News ed.), S 20 ’39, p. 614, 
3/4 col. “Throughout the book Sartori clings to 
the single point of view—namely, that of presenting 
such information on war gases as is necessary tc a 
full understanding of their properties, synthesis, de- 
tection, and analysis by the chemist. In this he has 
done a remarkably good job.” M. E. Barker. + 

Chem. age, Ag 26 ’39, p. 167, 1/4 col. 

(Sartori, M. Translated by L. W. Marrison. Lon- 
don, J. & A. Churchill. 21s.) 

Chem. & met. eng., N °39, p. 726, 2/5 col. + 


332. Schultz, G. Farbstofftabellen. Suppl. 
v. II containing the literature to December 


31, 1937. New rev. & enl. ed. by L. Leh- 
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mann. Leipzig, Akademische Vlg., 1939. 


352 p. RM 49, 

Ind. & eng. chem. (News ed.), Ag 20 '39, p. 554, 
1 col. “Makes another valuable addition to the work 
which he ably and thoroughly started in the seventh 
edition of the Schultz Dyestuff Tables. . . Arrange- 
ment of material and notation in the second supple- 
ment are the same as in the first supplement and in 
the main volumes. Appendixes to and corrections of 
the main volumes and the first supplement are in- 
cluded in the second supplement. The sources for 
the supplement, as for previous volumes, are articles 
in scientific, trade, and association journals and in 
technical textbooks; and, in addition, the publications 
of dyestuff manufacturers. The references from jour- 
nals and textbooks are extensive and cosmopolitan, 
covering literature ‘of various countries of Europe, 
as Germany, England, France, Italy, and Russia, and 
also of the United States and Japan. The material 
from dyestuff manufacturers comes notably from the 
German J. G., but also includes material from other 
chemical works in Germany and from other European 
firms, particularly of Switzerland, Italy, England, 
and France.” E. S. Chapin. + 

333. Sears, G. D. Essentials of general 
chemistry. Scranton (Pa.), Internat. 
Textbk. Co. 413 p. 

Chem. ind., Ag °39, p. 152, 1/7 col. “A straight- 
forward job of first principles simply expounded in 
a notably clear style with capital leading questions 
and supplementary reading lists.”” + 

334. Sen, H. K.; Ranganathan, S. Uses 
of lac. Indian Lac Res. Inst. 78 p. Re 1.4. 

Chem. age, Ag 26 °39, p. 167, 1/4 col. “Is a 
brief answer to the large number of inquiries from 
officials such as directors of industries and forest 
officers, private manufacturers and industrialists, re- 
ceived by the Indian Lac Research Institute, request- 
ing information regarding the possibility of increasing 
the uses of lac and shellac in India. The subject- 
matter is largely a compilation of materials published 
in recent technical scientific books and journals.” 

335. Sexton, R. W. Schools. N. Y., 
Architectural Book Publ. Co. 96 p. 

Tll. eng. soc.-—Trans., N °’39, p. 983, 2/3 col. 
“First of a series on Contemporary American Archi- 
tecture. . . Major portion of the publication presents 
excellent halftones of school buildings and interiors, 
accompanied by plans. The text portion . . . discusses 
various phases of the whole question. It is in this 
section that lighting is emphasized, and approximately 
one-fourth of the total space is devoted to this im- 
portant subject. . . The auhor has done especially 
well in presenting in simple language some of the 
fundamentals of the science of seeing.” 

336. Simonds, H. R. Industrial plastics. 
N. Y., Pitman. 371 p. $4.50. 

Product eng., N ’39, p. 507, 2/3 col. “Engineers 
who are using or contemplate using plastics will find 
this book a valuable addition to their library, as it 
contains a comprchensive review of plastic materials. 
The author has purposely avoided detailed chemical 
formulas, but for those who are interested in the 
chemistry of plastics has included a chapter at the end 
of the book covering structure, polymerization, cata- 
lysts and plasticizing agents. Should prove of 
value to designers, presenting as it does in one 
volume considerable valuable tabular and _ factual 
data; in particular, the chapter on molding practice 
contains excellent information on mold design, esti- 
mating, mold steel and molding technique.” + 

Modern plastics, S ’39, p. 54, 1/4 col. + 

Chem. & met. eng., N 939, p. 724, 1/3 col. + 

337. Smith, Jas. Pressure gauges, indi- 
cators, thermometers, pyrometers. 2nd ed. 
“ray Constable & Co., Ltd., 1939. 144 
p. 2s. 

Ind. heat. eng., O ‘39, p. 101, 1/3 col. ‘First 
edition of this book appeared in 1924 and the present 


edition forms a reissue. It is to be regretted that 
the author has not seen fit to revise his book, for 
during those 15 years there has been a remarkable 
development in measuring instruments of the above 
types. . . Nevertheless, there are a large number of 
engineers to whom this book will prove very ac- 
ceptable.” 

338. Solvay sales corp. Highway ice 
control—methods, materials and equipment. 
N. Y., Solvay Sales Corp., 40 Rector St., 
1939. 28 p. Free. 

Public wks., N °39, p. 58, 1/3 col. “Gives a 
resume of presert ice control practices in use in 
various sections of the country, and. in addition, 
contains new facts recently developed by well-known 
authorities. . . It also includes sections on covered 
vs. uncovered stock piles—permanent vs. temporary 
covers—skidproofing vs. removal of ice.’ 

Roads & streets, N °39, p. 90, 1/4 col. + 


339. Stevens, H. Ejinflussgréssen-rech- 
nung. Die erfassung funktionaler zusam- 
menhange in der industriellen technik unter 
anwendung mathematischer formeln, schau- 
bildlich rechnerischer hilfsmittel und ihre 
darstellung in diagrammen und nomogram- 
men. Disseldorf, Vlg. Stahleisen, 1939. 
135 p., 72 il. RM 9. 

Arch. f. wirmewirtschaft, S ’39, p. 26, 1/4 col. + 

340. Stevens, H. P:; Donald, M. B. 
Rubber in chemical engineering. Reprint ed. 
London, Brit. Rubber Publicity Assoc., 
1939. 58 p. Free. 

India rubber wld., O 1 739, p. 101, 1/4 col. “This 
booklet, which originally appeared in 1933, was re- 
printed in June, 1939, owing to the large demand 
for copies. The subject matter deals with the proper- 
ties and chemical resistance of rubber; rubber linings 
for tanks and similar equipment; rubber paints, ce- 
ments, etc.” + 

Ind. & eng. chem. (News ed.), S 10 °39, p. 580, 
1/5 col. 

341. Stewart, P. W.; Dewhurst, J. F. 
Does distribution cost too much? Twen- 
tieth Century Fund. $3.50. 

Am. bus., O ’39, p. 60, 1 col. “Book states that 
‘such products he (the consumer) would buy whether 
urged to do so or not’. We consider this a highly 
debatable subject, as we consider many other state- 
ments in this hook, which seems to be generally 
opposed to advertising and sales effort. . . While it 
should be read by everyone in manufacturing, sales, 
and distribution, we feel that the book has failed to 
give adequate consideration to the practical contribu- 
tion of distribution in reducing costs, and that it has 
unduly emphasized the increase in production effi- 
ciency, which after all would be worthless without 
our present distribution.” + 


342. Strackbein, O. R. The prevailing 
minimum wage standard. Washington 
on” Graphic Arts Press. 187 p. tables. 


Factory, O ’39, p. 138, 1/5 col. “This study of 
the Public Contracts Act, the wage standard estab- 
lished by the United States Government for the 
purchase of its supplies, contains an analysis of the 
act; discusses the prevailing minimum wage and 
wage standard; goes into the question of ‘iocality’; 
presents wage determinations under the act in the 
iron and steel, aircraft, soap, and cement industries; 
and concludes with an evaluation of the act.” 

343. Stumpff, K. Tafeln und aufgaben 
zur harmonischen analyse und_periodo- 
grammrechnung. Berlin, J. Springer, 1939. 
174 p., 18 il. RM 36. 


Astron. nach., S ’39, p. 183, 1-1/2 col. Wahl. + 
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344. Sudell, R. Make yourself a gar- 
dener. London, English Universities Pr. 
2s. 

Gardeners’ chronicle, S 2 °39, p. 181, 1/2 col. 
“We feel that, to justify its publication, any new 
bock on an old subject should, at least, be free 
from errors which could easily have been avoided. ae 
There certainly is no need for such a book as this.” 

Cc 


A. Cc. B. — 

345. Taschenbuch fiir energiewirtschaft 
1939. 2nd ed. Berlin, Franckh’sche Vlgs- 
hand., 1939. 488 p., il. RM 8. 

Arch. f. wirmewwirtschaft, O *39., p. 20, 1/4 col. + 

346. Thompson, J. G. Aircraft drafting 
room manual. San Francisco (Cal.), Avi- 
ation Pr. il. tables. $3.50. 

Aero digest, N °39, p. 123, 1/2 col. “One of the 
most comprehensive drafting room reference hand- 
books, this publication is intended primarily for the 
airplane designer and draftsmen. It is one of the 
finest instructional works on the subject seen, pro- 
viding definite information on what should be drawn 
rather than how it should he drayn. It is assumed 
the reader knows how to prepare the drawing, thus 
confining the publication's utilization to some extent 
to the experienced draftsman.” + 

347. Tompkins, M. The offshore 
navigator. (Yachting handbk. ser.) N. Y. 
J. F. Winters, 1939. 174 p. $1.50. 

U. S. Naval inst. proc., O ’39, p. 1485, 1 p. “This 
little volume by the Skipper of the famous schooner 
Wander Bird, is the best of many such that the 
writer has examined. . . Frankly admits that it is 
intended only as a beginning and should be followed 
by further study, in more pretentious works, after 
the rudiments have been mastered. . . Book is writ- 
ten with logical order and the few demonstrations are 
painstakingly, and almost painfully, complete. Its 
pages are scattered with many bits of sound advice, 


the best of which are contained in the author’s fore- 
word. If used, as the author intends it to be used, 
it has much to recommend it.” a 

348. Trager, M. National parks of the 
northwest. N. Y., Dodd, Mead. 216 p., il. 
$2.50. 

Am. forests, S ’39, p. 474, 1/5 col. “An American 
mother tells how she and her family traveled through 
seven national parks of the northwest . . . including 
much that will be helpful to other travelers who may 
follow all or part of her itinerary. With the pages 
in the back of the book giving details of each na- 
tional park, it has many elements of a handbook as 
well as a guide.” 

349. Troup, W. A. Radiotherapy in 
sinusitis. London, The Actinic Pr., Ltd., 
1939. 50 p., 3 il. 3s. 6d. 

Brit. jl. of physical med., S/O °39, p. 252, 3/5 
col. ‘A very adequate description is given of the 
uses of radiotherapy in the treatment of sinusitis. 
Dr. Troup is an authority on this subject, and sets 
out in clear and simple language the results of his 
own personal experience with this therayy. . . Book 
should be in the hands of every general practitioner.” 

350. Tucker, S. M. Public speaking 
for technical men. N. Y. and London, 
McGraw-Hill. 397 p. $3. 

Eng. & min. jl., O °39, p. 57, 1/4 col. “The 
author treats with gentle satire the faults and frail- 
ties of most public speakers, but, more important, 
he gives sound practical advice on the subject that 
should be taken to heart by all men who have to 
face an audience. The book abounds in illustrations 
of good and bad technique in organizing and prepar- 
ing a speech, platform presence, use of the voice, and 
consideration for the audience. The treatment of the 
subject is as lively and dynamic as we wish more 
speech makers might be.” 

Eng. news-rec., O 26 °39, p. 58, 3/4 col. + 

Power, D °39, p. 116 (781), 1/2 col. -+ -— 
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